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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 098557 

70 

ORIGIN COME-OO 

INFO OCT-01 ARA-10 ISO-OO EB-05 RSC-01 /017 R 
66650 

DRAFTED BY COMM/BIC/OIM/LAD : TKB REWER 
APPROVED BY EB/OCA/REP:LHPOMEROY 
COMM/B IC/OIM/L AD : EHEISER 
ARA/EP:M.FRECHETTE 

002668 

R 131732Z MAY 74 
FM SECSTATE WASHDC 
TO AMEMBASSY LIMA 

UNCLAS STATE 098557 

EO 11652: N/A 
TAGS: BEXP, PE 

SUBJECT: ANCOM PHARMACEUTICAL INDUSTRY 

REF: (A) RIO DE JANEIRO A-29, 1/24/73; (B) LIMA A-6167, 7/20/73 

1. ADVISE IF PHARMACEUTICAL INDUSTRY STUDY LISTED REF (A) HAS BEEN 
RELEASED BY SECRETARIAT OR IF "LA INDUSTRIA QUIMICA" MENTIONED REF 
(B) CONTAINS COMPREHENSIVE SECTION ON PHARMACEUTICALS. ALSO LIST 
AND POUCH, IF AVAILABLE, ANY OTHER STUDIES THIS SUBJECT, ATTENTION 
COMM/OIM/LAD/B REWER. RUSH 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 13 MAY 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE098557 

Document Source: CORE 

Document Unique ID: 00 

Drafter: TKBREWER 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7401 17-0511 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740552/aaaabufq.tel 

Line Count: 41 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 

Reference: (A) RIO DE JANEIRO A-29, 1/24/73; (B, ) LIMA A-6167, 7/20/73 

Review Action: RELEASED, APPROVED 

Review Authority: elyme 

Review Comment: n/a 

Review Content Flags: 

Review Date: 01 NOV 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <01 NOV 2002 by shawdg>; APPROVED <07 JAN 2003 by elyme> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: ANCOM PHARMACEUTICAL INDUSTRY 
TAGS: BEXP, PE 
To: LIMA 
Type: TE 
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